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NARA RG104, Entry 1, Box 177 


[This transcription has been corrected for spelling. Please see previous page for original spelling 
and grammar.] 

I. Pardo 
Trenton, NJ. 

August 11, 1892 

John I. Goyle Esq. 

Superintendent 
U.S. Mint 
Phila. 

Gen. 


You would please be as kind to instruct one how this in amount can be correct on Aug. 
8th I have send to you, the U.S. Mint, 

55 Vi dwt. 14 Kt. 

75 Vi “ 18“ 

21 “ 10 “ 

19 x h Lon or plated. 

At the rate I have received makes it no more than about 50 ct per Dwt. You must be well 
aware I am a dealer and I pay 4 ct per ct. Nor in the name of goodness Iron am I to make out. I 
receive from small dealers 4 ct a ct in smaller amount here it is impossible. I test and fill all gold 
with the U.S. Needles and uses strong J.K. Fortes and other extends. Here I only received 83.54 
or 8.55 to best of my knowledge this must be some one else’s paper. 

Hoping you not to offend by trying to correct me. 

Yours Respectfully 
I.W. Pardo 

[Calculations noted in margins:] 

2.98 24t6 30.00 

3.78 55.00 

1.05 8_, 

97 93 



